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7 April IMS 


Hr. Hebert W. Olson 
Tics President 
Texas Instruments, Inc. 

13500 Horth Central Expressway 
Dallas, Texas 

Osar Bob: 

Thank you very much for your thoughtfulness and 
courtesies during our recent visit. Both Dr. Wheelon 
and General tedford were very such impressed and 
regretted that there was not more time for inspection 
of your facilities and technical discussion. Please 
pass our thanks to Pat and all of the others who 
assisted to make the visit so profitable. I can assure 
you that a very fine im p r es sion was made. 


STATINTL 


George C. Miller 
Direct er ef SLIKT 
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